NEW VALUE ADDITION CONCEPTS ON GUOCERA TILES 




Base Light - 

SR-5008 BL (300x600mm) 
Dark Tile - 

SR-5008 DL (300x600mm) 
Highlighter - 

Decoro 5008 ALBL(300x600mm) 
Border - 

Listelo 5008 ALBL (100x300mm) 



